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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
| OF THE CITY OF LANSING 





Proceedings, January 22, 1958 





January 22, 1958. 


‘A regular meeting of the Air Pollution 
— Board was held in the Mayor's 
ce. 


Commissioner Rasmusson, Chairman of 
the Board, presided. 


Present—McClure, Oeming, Rasmusson, 
Ray, Walters—5. 


Absent—Andros, Crist, Fink—3. 


Chairman Rasmusson called the Board 
to order and asked for the approval of the 
minutes of the previous meeting, December 
23, 1957. There is a correction to the pre- 
vious meeting’s minutes in that Mr. Smith 
of Smith Floral Co. informs our engineer 
that Mr. Scott did not inform him that 
he should change coal. The minutes were 
approved as corrected. 


.. Mr. Pesterfield reports that Mr. Scott 
of Bituminous Coal Institute of Pittsburgh 
accompanied him in visiting Willow Street, 
‘Grand River Avenue, Holmes Street, Mt. 
Hope Avenue, S. Cedar Street, High Street 
and Allen Street schools to inspect their 
heating systems. It was discovered that 
all custodians burn trash and milk cartons. 
It is the recommendation of this Board 
that the authorities of the Lansing school 
system be notified to desist burning of such 
trash and milk cartons in their burners 
and that they install outside incinerators 
for this purpose. In lieu of the installation 


of such incinerators at the present time the 
Board recommends that the cartons be dis- 
posed of in some other way. Mr. Ray made 
a motion to set up a meeting between the 
public school administrator and our engi- 
neer to discuss the findings of the air pol- 
lution control survey of the Lansing schools. 


Mr. Walters seconded the motion. 


The Board requested the engineer to 
follow up on the State Health Department 
survey on Davison Chemical Company. 


Mr. Oeming moved that the proposed 
amended ordinance be approved by this 
Board and be referred to the City Attorney 
for his approval and for presentation to 
the City Council. Mr. Walters seconded the 
motion. 


Approved by the following vote: 


Yeas—McClure, Oeming, Rasmusson, 
Ray, Walters—5. 


Nays—None. 
The meeting adjourned at 8:30 P.M. 


LANSING AIR POLLUTION 
CONTROL BOARD 


William E. Rasmusson, 
Chairman 


Catherine A. Badelt, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, February 26, 1958 





February 26, 1958. 


A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


Commissioner Rasmusson, Chairman of 
the Board, presided. 


ROLL CALL 


Present—Commissioners Andros, Crist, 
Fink, McClure, Oeming, Rasmusson, Ray, 
Walters—8. 


Absent—None. 


Chairman Rasmusson called the Board 
to order and asked for the approval of the 
minutes of the previous meeting, January 
22, 1958. 


The minutes were approved. 


Mr. McClure moved that a vote of thanks 
be sent to Harry Rees, Phil Alber, Leonard 
Labioda and Robert Foster of the Lansing 
Fire Department for their cooperation in 
the sampling survey program. Mr. Oeming 
seconded the motion. 


Mr. Pesterfield reported that Smith Floral 
Co. received recommendations from the 
Bituminous Coal Institute for correcting 
complaints in the Mt. Hope area. Mr. Smith 
has promised the Chairman that he will 
advise him of his intentions. 


The engineer visited Mr. Rich, Super- 
intendent of Schools, to discuss the dis- 
posal of combustible material that is at 
present being burned in the boilers. Mr, 
Rich advised that he would take the prob- 
lem to the School Board and would inform 
the engineer of their action. 


Mr. Rasmusson reported that he would 
give a letter to the City Clerk advising 
that the Board had approved the ordinance 
revision to ordinance No. 267. 


k 


Mr. Pesterfield reported that Mr. Davis 
of the State Health Department says he 
is not at liberty to give a complete report 
on the Davison Chemical Co. now but will 
have it available for the engineer at the 
next meeting. 


The engineer was asked to report at the 
next meeting on the progress of correc- 
tion measures at the School of the Blind. 


The meeting adjourned at 8:15 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


William E. Rasmusson, 
Chairman 


Catherine A. Badelt, 
Secretary 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
, OF THE CITY OF LANSING 





Proceedings, April 29, 1958 





A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


‘'' Commissioner Rasmusson, Chairman of 
the Board, presided. 


Present—Commissioners Andros, Crist, 
Fink, McClure, Oeming and Rasmusson—6. 


Absent—-Commissioners Ray and Walters 


Chairman Rasmusson called the Board to 
order and asked for the approval of the 
minutes of the previous meeting, February 
26, 1958. The minutes were approved. 


Mr. Rasmusson then reported that the 
new Ordinance is still in committee. 


._ He also reported that he talked with 
Mr. Smith of the Smith Floral Company 
and Mr. Smith told him he bought different 
coal paying $1 a ton more but it seems to 
be .doing considerable good. He is quite 
well satisfied with it. He intends to put 
in a new boiler this summer which will be 
preferably gas fired. If not gas, oil. 


Mr. Pesterfield reported that he checked 
with the State Building Division and found 
that the School of the Blind was denied the 
money to make a change in their heating 
‘system. He has not received any recent 
complaints from that area since the com- 
bustion equipment has been installed. The 
Board asked the Engineer to check the area. 


The Engineer further reported that the 
Lansing School Board will have incinerators 
in all schools in a short time. 


‘A petition against the Friedland Iron 
and Metal Company with a’ request for 
investigation from the City Council was 
received. Mr. Pesterfield reported that he 
talked with Mr. Friedland who was not 
conscious of any difficulty. The employees 
cut up engines which sometimes catch fire 
from the torch. They are supposed to have 
a hose handy. Mr. Friedland instructed the 
employees not to cut without having a hose. 
Mr. Oeming made a motion that Mr. 
Rasmusson inform the Council of the Engi- 
neer’s findings after the Engineer checks 


with the complainants. Mr. Andros sec- 
onded the motion. 


Motion carried. 


Mr. Pesterfield reported that the National 
Survey indicates that Lansing is not at all 
bad as far as suspended particulate matter 
is concerned. He asked the state Health 
Department to survey the area around the 
Davison Chemical Company and to give 
their results along the same lines. They 
gave particulate matter in micrograms per 
cubic meter. They tested outlets at the 
fertilizer plant and also set up a sampling 
station at the foot of Call Street. The par- 
ticulate matter was 1,200 micrograms per 
cubic meter. The percentages of floride and 
of ammonium chloride were excessive. The 
State Health Department reports that the 
conditions are intolerable but they can not 
do anything because it isn’t a health hazard. 
However, there has never been a definite 
statement by the medical profession to sub- 
stantiate this. Mr. Pesterfield stated that 
several official complaints have been filed 
against this company for nuisance and un- 
comfortable atmospheric conditions in the 
area. He also stated that many local calls 
had been made and that he had duly in- 
vestigated and found the complaints justi- 
fiable. Mr. Crist made a motion that the 
City Attorney be informed that in the 
Board’s opinion the Davison Chemical Com- 
pany is in violation of Section 4 of the 
City Ordinance No. 267 and that the Board 
recommends and requests that the City 
Attorney take appropriate legal action. 
Mr. McClure seconded the motion. 


Motion passed. 


It was agreed by the Commissioners pres- 
ent that the next Board meeting will be 
Tuesday, May 27, 1958. 


_ The meeting adjourned at 8:45 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


William E. Rasmusson, 
Chairman 


Catherine A. Badelt, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, May 27, 1958 





A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


Commissioner Rasmusson, Chairman of 
the Board, presided. 


Present—Commissioners Crist, Fink, 
McClure, Ray, Rasmusson and Walters—6. 


Absent—Commissioners Andros and 
Oeming—2. 


Chairman Rasmusson called the Board to 
order and asked for the approval of the 
minutes of the previous meeting, April 29, 
1958. The minutes were approved. 


Mr. Pesterfield reported that he met with 
Mr. Lavey and Mayor Crego on this date 
to discuss with them the situation at the 
Davison Chemical Company. Mr. Lavey 
called Mr. Hubbard, the Company’s attor- 
ney, and plans were made for a meeting 
either June 5 or 16 with Mr. Pesterfield, 
Commissioner Rasmusson, the Mayor, Mr. 
Lavey, Mr. Hubbard, Mr. Manker and Mr. 
Davis from the Michigan State Depart- 
ment of Health at which time the informa- 
tion contained in the Health Department’s 
report to this Board will be made known 
to the Davison Chemical Company and its 
representatives. All members of the Board 
will be notified of this meeting. 


Mr. Pesterfield further reported that he 
was called to the Les Foote parking lot 
where a substance containing sulphur and 
carbon was falling on cars and damaging 
the paint. The Oldmobile has several com- 
plaints filed with them about damage to 
their employees’ cars. Samples are being 
prepared for analysis by chemists of the 
Board of Water and Light and the State 


Health Department has agreed to go into 
the area to see where the substance is 
coming from. 


A complaint has been received from the 
High Street School against Centrifugal 
Fusing. 


No complaints have been received from 
the area surrounding the School of the 
Blind at the present time. 


The Chairman reported that he talked 
with Mr. Smith of Smith Floral and found 
he hasn’t ordered any new equipment. The 
engineer states that he has had several 
calls from this neighborhood recently. 


Mr. Ray moved that we defer any ac- 
tion on election of a new Chairman and 
Vice-Chairman until the June meeting. Mr. 
Fink seconded the motion. 


Motion passed. 


It was agreed by the Commissioners 
present that the next Board meeting will 
be Wednesday, June 25, 1958. 


The meeting adjourned at 8:30 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


William E. Rasmusson, 
Chairman 


Catherine A. Badelt, 
Secretary 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, June 25, 1958 





June 25, 1958. 


A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


Commissioner Andros, Vice-Chairman of 
the Board, presided. 


ROLL CALL 


Present—Commissioners Andros, Crist, 
McClure, Oeming and Ray—5. 


Absent—Commissioners Fink, Rasmusson 
and Walters—3. 


Vice-Chairman Andros called the Board 
to order and asked for the approval of the 
minutes of the previous meeting, May 27, 
1958. The minutes were approved. 


The Air Pollution Engineer was out of 
the city but had submitted the following 
report in writing to the Board: 


I have received complete report of 
the air pollution problem in the north- 
east Lansing area as presented by the 
Michigan Department of Health. I am 
retaining one copy of this report for 
the Air Pollution Board files. I would 
like for the other copy to be circulated 
among the Board members. At the 
last Board meeting I reported that the 
Mayor was to call a meeting of the 
Davison Chemical Company and the 
attorney, the Mayor, the Chairman of 
the Board and myself. It hasn’t been 
convenient for the Company for this 
meeting to be called since their engi- 
neers have not had ample opportunity 
to go over the report. I feel the Board 
has made the proper decision in insist- 
ing that the attorney take proper legal 
action in abating this problem. 


In checking with the car damage 
problem in the Olds parking lot none 
of the investigating parties are in a 
position at the present time to pin- 
point the source of the contaminate. 
At a recent meeting of the Oil Burner 
Committee of the Air Pollution Control 
Association held in New York of which 
your engineer is the chairman it was 
pointed out by the oil companies repre- 
sented that our source of contaminate 


was probably our city power plant. 
The Air Pollution Control Engineer 
for the City of New York cited ex- 
amples similar to what we have in 
which the contaminate was definitely 
traced to an intermittently operated 
steam generating unit. I have trans- 
ferred this information to the State 
Health Department engineers who are 
at the present time conducting a sur- 
vey in this area. 


Cc. E. PESTERFIELD, 
Air Pollution Engineer. 


The Board instructed the engineer to 
turn the State Health Department report 
on Davison Chemical Company over to the 
City Attorney for further action. In the 
opinion of the Board any further com- 
plaints from the area of this Company 
should be mailed to the City Attorney. 


The Board delayed any action on the 
Moores Park Power Plant until a report 
comes in from the engineers making a 
survey in that area. 


Commissioner Andros made a motion to 
re-elect the Air Pollution Board Engineer 
and the Secretary. Mr. Oeming seconded 
the motion. 


Motion passed. 


Commissioner Crist nominated Commis- 
sioner Oeming for Chairman and Commis- 
sioner Andros for Vice-Chairman of the 
Air Pollution Control Board. Mr. McClure 
seconded the motion. 


Motion passed. 


It was agreed by the Commissioners 
present that the next Board meeting will 
be Wednesday, July 30, 1958. 


The meeting adjourned at 8:15 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


George A. Andros, 
Vice-Chairman 


Catherine A. Badelt, 
Secretary 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, July 30, 1958 





A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


Commissioner Oeming, Chairman of the 
Board, presided, 


Present—Commissioners Ansley, Fink, 
Oeming, Ray and Walters—5. 


Absent—Commissioners Andros, Crist and 
McClure—3. 


A welcome was extended to Commissioner 
Ansley who was recently appointed to the 
Air Pollution Control Board. 


Chairman Oeming called the Board to 
order and asked for the approval of the 
minutes of the previous meeting, June 25, 
1958. Mr. Walters made a motion that the 
minutes be approved. Commissioner Ray 
seconded the motion. Motion passed. 


Mr. Pesterfield, Air Pollution Board Engi- 
neer, made a report on the July 22 meeting 
with the agents of the Davison Chemical 
Co., the City Attorney, Mayor Crego and 
Commissioners Andros, McClure and Ray. 


Mr. Pesterfield also reported that Mayor 
Crego called him regarding the Smith Floral 
Co. and that he called Mr. Smith and was 
told by him that they were putting in gas- 
fired equipment and that the equipment had 
been ordered. Mr. Pesterfield asked Mr. 
Smith to get the work done by the end 
of October. The Board asked Mr. Pester- 
field to write a letter to the Mayor with 
copies to Mr. Smith, Alderman Potter and 
Chairman Oeming to confirm Mr. Smith’s 
promise. 


Regarding a recent complaint from the 
New York Ave. and High Street area, Mr. 
Pesterfield collected samples from this area 
and found street dirt, fly ash and paper 
ash. Then he contacted Mr. Linn at the 
Motor Wheel Corp. and found that their 
big boiler had been down for a month for 
repairs and would be for three more weeks. 
In the meantime they are using a boiler 
with no controls on it. Mr. Pesterfield will 
make a report in writing to the City Coun- 
cil on this matter. 


It was agreed by the Commissioners pres- 
ent that the next Board meeting will be 
Wednesday, August 27, 1958. 

The meeting adjourned at 8:30 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


Loring F. Oeming, Chairman 
Catherine A. Badelt, Secretary. 
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SEPTEMBER 8, 1958 


By Councilman Heller— 


That the Public Service Committee be 
requested to investigate the sewer condi- 
tions on the property known as the “Dodge 
Home” on North Street. 


Carried. 


By Councilman Potter— 


That Jack Schugar from the Communica- 
tions Division of the State of Michigan and 
a man from the Federal Sign and Signal 
Corporation be asked to make a survey in 
Lansing for the placing of a siren for Civil 
Defense purposes. This survey to be made 
without cost to the City of Lansing. 


Carried. 


By Councilman Bradshaw— 


That the Traffic Director be requested to 
make a traffic survey at the intersection of 
Mt. Hope and Boston Blvd.; also at Pleas- 
ant Grove Road. 


Carried. 


COUNCIL PROCEEDINGS 433 


Miss Shirley Ross spoke to the Council 
relative to a fall she had about two years 
— on the icy sidewalk at Genesee and 

utler. 


Referred to the Committee on City Affairs 
and the City Attorney for a report. 


By Councilman Murninghan— 


Resolved by the City Council of the City 
of Lansing: 


That the attached claims be allowed and 
the City Clerk be and she is hereby author- 
ized to draw orders on the City Treasurer 
for the amount allowed each claimant. 

Adopted by the following vote: 


Unanimously. 


Council adjourned at 10:15 P.M. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan, 


September 8, 1958. 


OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, August 27, 1958 





A regular meeting of the Air Pollution 
Control Board was held in the Conference 
Room of the Mayor’s Office. 


Commissioner Oeming, Chairman of the 
Board, presided. 


Present—Commissioners Fink, McClure 
and Oeming—3. 


Absent—Commissioners Andros, Ansley, 
Crist, Ray and Walters—5. 


No official meeting of the Board was held 
because of a lack of a quorum. 


A written report received from the Air 


Pollution Contro] Board Engineer was read 
to the members present. 


It was agreed by the Commissioners pres- 
ent that the next Board meeting will be 
held Wednesday, September 24, 1958. 


The meeting adjourned at 8:05 p.m. 


LANSING AIR POLLUTION 
CONTROL BOARD 


Loring F. Oeming, 
Chairman 


Catherine A. Badelt, 
Secretary. 
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GENERAL BUSINESS 


Quotation for grit pipe for Sewage Plant 
were opened. 


Moved and supported that the Committee 
on Materials and Specification be authorized 


to tabulate and act, and the Director of. 


Public Service transfer the necessary funds. 


Carried. 


Quotations for grader blades were opened. 


OCTOBER 13, 1958 


Moved and supported that two sets be 
purchased from Wolverine Steel and bal- 
ance from Shoults Equipment Co. 


Carried. 


Meeting adjourned 10:00 P.M. 
Respectfully submitted, 


ROLAND F. RHEAD, 
Secretary. 
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AIR POLLUTION CONTROL BOARD 
_ OF THE CITY OF LANSING 





Proceedings, September 24, 1958 





September 24, 1958. 


Present—Andros, presiding; Ainsley, Mc- 
Clure, Christ, Walter, Oeming—6. 


Absent—Ray and Fink—2. 


The engineer presented to the Board the 
report of the Michigan Department of 
Health on the difficulties arising in the 
Oldsmobile parking lot as well as other 
surrounding areas. After considerable dis- 
cussion, the Board decided to table the re- 
port pending further investigations before 
the October meeting. 


The Board referred permission for the 
engineer to go to Columbus, Ohio, to the 
discretion of the Mayor and the City 
Attorney. 


_ The subject of domestic and commercial 
incinerators has been coming up more fre- 


quently during the past few weeks. The 
engineer has been making an excessive 
number of calls in order to attempt to 
iron out the difficulties. He has solicited 


the services of the City Fire Marshal in 


some instances and after hearing his re- 
port, the Board decided that the engineer 
should invite the City Fire Marshal to 
attend the next board meeting. It is planned 
that the City Fire Marshal will explain the 
sum and substance of the proposed new 
ordinance covering incinerators and that 
some agreement will be made.as to how 
this Board is to act regarding nuisances 
caused by both domestic and commercial 
incinerators. 


_The meeting was adjourned at 9:00 P.M. 
Respectfully submitted, 


C. H. -PESTERFIELD, 
Air Pollution Engineer. 
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Appraisals for additional land for the 
Logan Street Extension were read and dis- 
cussed, 


The need for additional funds for snow 
removal, salting, maintenance of unpaved 
streets, etc., in the newly annexed terri- 
tories was discussed. 


NOVEMBER 17, 1958 


2 Referred to the Director of Public Serv- 
ice. 


Meeting adjourned at 11:00 p.m. 
Respectfully submitted, 


ROLAND F. RHEAD, 
Secretary. 
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Proceedings, October 29 and November 5, 1958 





November 11, 1958. 


i Commissioner Oeming, Chairman of the 
Board, presided, 


Present — Commissioners Ansley, Crist, 
Fink, Oeming and Ray—5. 


Absent—Commissioners Andros, McClure 
and. Walters—3. 


The Board met to consider problems that 
have been brought up in the recent month. 
One was presented to the Engineer through 
‘the City Council. Action and recommenda- 
tions were taken by the Chairman directed 
to the City Council. 


Upon the recommendation of the Board 
the State Health Department report on the 
findings in the Olds parking lot as well as 
Les Foote, Inc., has been filed with the 
City Clerk’s office. Further considerations 
will be made on this report at the next 
meeting of the Board when a complete 
tracer report will be furnished by the State 
Health Department. 


The Air Pollution Engineer requested 
that the Board underwrite part of the 
traveling expense for his attendance at the 
National Conference on Air Pollution in 
Washington, D. C. November 17 through 
20. Upon motion by Mr. Crist, seconded by 
Mr. Ray, the Board authorized the Engi- 
neer to present a bill of not more than $40 
towards payment for transportation to this 
meeting. 


Due to lack of proper attendance and 
communications no _ satisfactory decision 
was reached regarding the Board’s activi- 
ties towards domestic and commercial] in- 
cinerators. 


The next Board meeting is to be sched- 
uled at noon on Wednesday, November 26, 
1958, at the 1861 House. 


LANSING AIR POLLUTION 
CONTROL BOARD 


Loring F. Oeming, Chairman, 
Catherine A. Badelt, Secretary. 
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Proceedings, November 26, 1958 





November 26, 1958. 


AIR POLLUTION 


Commissioner Oeming, Chairman of the 
oard, presided. 


Present—Commissioners Ansley, Andros, 
Fink, Oeming, and Ray—5. 


Absent—Commissioners McClure, Crist, 
and Walters—3. 


The Engineer gave a short report of his 
attendance at the National Conference on 
Air Pollution in Washington, D.C. A full 
report will be filed with these minutes in 
the City Clerk’s office. 


The Board voted to hold future meetings, 
tentatively, on the last Thursday of the 
month at noon at the 1861 House as this 
time seems to be more satisfactory for at 
least 7 members of the Board. The Engi- 
neer was instructed to make necessary 
arrangements with the 1861 House and dis- 


tribute notices to the Board members of 
this action. 


The Engineer reported that he had a con- 
ference with the Air Pollution Engineer of 
the City of Columbus, Ohio, regarding the 
Davison Chemical Company plant in their 
immediate vicinity, as well as their regu- 
lations regarding domestic and commercial 
industrial incinerators. They will supply 
the Board with a copy of their regulations 
as well as prints relative to the design of 
commercial industrial incinerators and 
these will be presented to the Board at its 
next meeting for its consideration for pre- 
paration of incinerator regulations for the 
City of Lansing. 


A partial report on the tracer survey at 
the Olds parking lot was made and the 
Engineer was instructed to file the complete 
report on its reception with the initial re- 
port prepared previously by the State 
Health Department and presently on file in 
the City Clerk’s office. 


LANSING AIR POLLUTION 
CONTROL BOARD, 


Loring F. Oeming, Chairman, 
Catherine A. Badelt, Secretary. 
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